DART AEROSPACE LTD Work Order: 
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INSPECTION SHEET 


Drawing Actual Method of 
mimaneien Tolerance EEA Accept | Reject Inspection 
0.128 +0.005/-0.001 
+/-0.010 
+/-0.010 
+/-0.010 
+/-0.010 
+/-0.010 
+/-0.010 
+/-0.010 
+/-0.010 
+/-0.010 
+/-0.010 
+/-0.010 
5.169 +/-0.010 


5.478 +/-0.010 Co ae 
| 669 | +0030 | o O 


Comments 


HAIL 


Measured by: Checked by: QC Inspector: 

Date: Date: Date: 
Engineering Approval: : 
E (If necessary) Date: 


| Rev | Date | Change i Revisedby | Approved 
15.04.27 | New Issue KJ 
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